SOMERSET PROFESSIONAL CUP FINAL “°nd. Leg) ——— KICK-OFF 7.30 p.m. 





White Jerseys with YEO VIIL TOW WN Substitute: 
Green Circlet and 


Green Shorts | Gordon CHILVERS | 


Alan HERRITY (2) Paul SMITH (3) 
Bill ALBURY (4) Clive BURFIELD (5) George MUIR (6) 
Len HARRIS (8) David TAYLOR (10) 
Micky VOWLES (7) Terry FOLEY (9) Graham REES (11) ‘ 


Linesmen: 


Referee: G. L. SHEARN 


K. G. GOLLOP (Red Flag - Midsomer Norton) 


(Chard) G. J. ASHMAN 


(Yellow Flag - Bristol) 


ERAIN (11) GUNNING (10) SIMMONS (9) BAKER (8) MARGARY (7) 
CURTIS (6) DOUGHTY (5) BARTLETT (4) 
.CHEDGY (3) 
Red Jerseys and Substitute: 
Red Shorts 
Next Home Match: Testimonial Game Southern League Premier Division 
QUEEN'S PARK RANGERS CORBY TOWN 


Thursday, llth May, 1967 7.15 pem Saturday, 13th May, 1967 3 p.m 


